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HYDROCHLORIC ACID IN 0.9% NACL (BAG) 0.1 N INJECTABLE 


Hill Mil 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph.800-994-6322 


Description: 

Quantity made: 4000 ML 


Date made: 8/20/2012 
Lot number: 08202012@125 
Beyond use date: October 19, 2012 

60 days after compounding date 

Pharmacist: GC 

Technician: DANIEL CLIFFORD 
NDC1: 

Packaging: ZEBRA LABEL 
Equipment: 

Labeling: ROOM TEMP 
Stability information: 

Chemicals 


Batch yield: 4,000.000 
Qty remaining: 4,000 000 


Active0 
Formula ID: 7902 
Log ID: 243587 


© 


Pricina calculations from the loa 1 

Estimated price 

$9.oo as of 11/3/2008 

Ingredient cost 

$0.00 

Device cost 

$0.00 

Time cost 

$o oo Time to make: 0 

Profit 

$9.00 


Quantity used QS (Balance) Actual cost & date 


HYDROCHLORIC ACID (STERILE} 12N 37% SOLUTION 

Lot#:- iZ-Zmiie 76 ✓ 

Chemical Code: Volume: Potency: 


34 ML □ 

Whlsr: 


<riemy 


9 (3 1 720 (2 Whlsr: HOSPIRA 


NDC: 0409-7983-09 


(Added all GM & GMS: 0.00) 


Log Instructions & Notes 

Originally made as: 4000 HYDROCHLORIC ACID IN 0.9% NACL (BAG) 0.1 N INJECTABLE 
Calculated lot number: 0820201 2@ 125 Beyond use date: 10/19/2012 
FORMULA INSTRUCTIONS: 


FACILITY NAME: 




I L_ 


QUANTITY:_ 

LOT#'S 


_±_ 


BAG LOT# d'lPySLY 


ZEBRA LABEL 99910000041 
Date entered: 8/2042012/11:57:11 AM 


201^/11:57:11 A 




add £-£Jl 

dl) h(Mj 


BBRAUN POLYOLEFIN BAGS, 

_ 

0 ; v ^. Hydrochloric Acid 0.1N 

in lOOOmL 0.9% Sodium Chloride 

Injectable Solution , 

Lot# 0820201 2 @12^ 

Expires On: 10/19/2012^ 

Use as Directed. Rx Only. Store at Room Temperature. Protect from Freezing. 

St modified: 8/20/2012 11:57:24 AM by: 

69? Waveriy Street 1111 IIIIJJI lllllllllIJIll 

' Framingham, MA 99910000041 

800 - 994 - 6322 



1747 56 _ 47 _ 47_002644 


FDA P00166361 



